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Honorable John W. McCormack /' 
1408 Post Office Building 
Bouton 9, MaaeccbtuctU 

Dear Mr. McCormack: 


Thank you fog your letter of Cctobsr 
mg Wbe application of ’ 

with this Agency. 


1, 19$S regard- 
far employment 


STAT 


la your letter you elate tkafc 
tke physical ex amination for e mployment with via', 
the fact ie tfttat I 


bad passed 
iioweve. , 


did not meet the physical require 


menu for the position for which he was being considered. 


STAT 


As you know, the work of this Agency 1* often performed 
tinder difficult and unusual circumstances. This engenders a 
particular type of strain which we have found requires us to be 
most careful in the interest of the employee as well as the Agency. 
We, therefore, have found it necessary to maintain the highest 
physical s tan d ards. Our me dical staff has advised ue that in 
their opinion | cannot meet those standards. It may 

well he that he is folly qualified for employment in at out of 
Government gene ratty, but we hope it will be realised our action 
was as much in his interest as in the into rest of the Agency. 


With kindest regards. 


BOBUMiRT KC. -y. 

Sincerely, kb ck.-.sse kb cuss, a 

S, : : ; KS "to, ts s c _£tat 

AUui^'^z"" | 

DATS 8. 111 1 REVIEWER 
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WLP:fm 
Grig & 1 
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ApprovejdJoQ! 


Allen V* . Dulles 
Director 


Addressee 
Si 


iofJ 


1 - Personnel^.*) 

er v 1 - Director of Per 

ase 2003/03/28 : CIA-RDPg«|gQ17iii6gl^! 

/f 



STAT 


lonzxel for concurrence 
J9UU3U-/ Y' 
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Repress ative John W. McCormack (D. Mass. ) 
Committees: Government Operations 
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